‘To reduce peripheral resistance” 
and conserve potassium 


PRES CRIBE 


DYAZIDE 


Each capsule contains 50 mg. of Dyrenium® (brand 
of triamterene) and 25 mg. of hydrochlorothiazide. 


The unique 
red and white 
‘Dyazide’ capsule: 
Your assurance of 


SKEF quality 


